ETag: "d3aed8c98f21a2d4e210feca294220e0"
accept: text/html,application/xhtml+xml,application/xml;q=0.9,*/*;q=0.8
accept-encoding: gzip, deflate
accept-language: en-us,en;q=0.5
authorization: LOW 3TBxwavZAILhoYhR:REDACTED_BY_IA_S3
cache-control: no-cache
connection: close
content-length: 2630141
content-type: multipart/form-data; charset=UTF-8
host: s3.us.archive.org
origin: http://archive.org
referer: http://archive.org/upload/
user-agent: Mozilla/5.0 (Windows NT 6.1; rv:11.0) Gecko/20100101 Firefox/11.0 CometBird/11.0
x-amz-acl: bucket-owner-full-control
x-amz-auto-make-bucket: 1
x-archive-interactive-priority: 1
x-archive-meta-mediatype: texts
x-archive-meta01-collection: opensource_media
x-archive-meta01-description: uri(Swf%20%3Cbr%3E)
x-archive-meta01-scanner: Internet Archive HTML5 Uploader 1.4
x-archive-meta01-subject: Testing
x-archive-meta01-title: Kenny G My Heart Will Go On ( Love Theme From Titanic )
x-archive-size-hint: 2630141
x-file-name: Kenny G - My Heart Will Go On (Love Theme From _Titanic_).swf
x-file-size: 2630141
x-requested-with: XMLHttpRequest
x-upload-date: 2013-06-06T19:56:31.000Z
